164    DOCKETED ITEMS

DOCKET 71-0419 NORTHEASTERN RESEARCH & TESTING, INC.

9109160063 Advises that QA program for radioactive matl package 0419 expired on
910831.

MACDONALD.C.E. Transportation Branch. 91/09/13. JOHNSON,J.A. Northeastern
Research & Testing. Inc. 1p. 59136:344-59136:344.

DOCKET 71-0461 ATLANTIC RESEARCH CORP.

9109200256 Advises that QA program approval for radioactive matl package:0461 ex-
pires on 91l130.Renewal of QA program should be requested at least 30 days prior
to expiration.Unless exemption provided application fee should be submitted.
MACDONALD,C.E. Transportation Branch. 91/09/19. QROVE.M.W. Atlantic Research
Corp. 1p. 59171:166-59171:166.

DOCKET 71-0470 PENNSYLVANIA STATE UNIV.

9109200261 Advises that QA program approval for radioactive matl package:0470 ex-
pires on 911130.Request for renewal should be submitted at least 30 days prior to
expiration date.Unless exemption provided.application fee should be submitted.
MACDONALD.C.E Transportation Branch. 91/09/19. VOTH.M. Pennsylvania State
Univ., University Park. PA. 1p. 59171:167-59171:167.

DOCKET 71-0485 WASHINGTON PUBLIC POWER SUPPLY SYSTEM

9109030024 Application for amend to QA program approval for radioactive matl
package:0495.Fee paid.

SORENSEN.G.C. Washington Public Power Supply System. 91/08/22. Document
Control Branch (Document Control Desk). 1p. 58926:288-58926:289.

9109100172 Forwards QA program approval for radioactive matl package: 0485,Rev 3.
MACDONALD.C.E. Transportation Branch. 91/09/06. SORENSEN.G.C. Washington
Public Power Supply System. 1p. 59087:216-59087:217.

-9109100176 QA program approval for radioactive matl package:0485,Rev 3.
MACDONALD.C.E. Transportation Branch. 91 /09/06.1 p. 59087:217-59087:217.

DOCKET 71-0516 LONG ISLAND LIGHTING CO.

9109160266 Informs of removal of design & fabrication of shipping casks from approved
10CFR50 app B QA program as applied to activities under 10CFR71 for facility.
LEONARD.J.D. Long Island Lighting Co. 91/09/10. Document Control Branch (Docu-
ment Control Desk). 3pp. 59140:348-59140:349.

9109250217 Forwards QA program approval for radioactive matl package: 0516,Rev 2.
MACDONALD.C.E. Transportation Branch. 91/09/19. LEONARD.J.D. Long Island
Lighting Co. 1p. 59208:332-59208:333.

-9109250218 QA program approval for radioactive matl package:0516.Rev 2.
MACDONALD.C.E. Transportation Branch. 91/09/19.1p. 59208:333-59208:333.

DOCKET 71-0520 UNION ELECTRIC CO.

9109160121 Application for amend to QA program approval for radioactive matl
package:0520.Rev 2,to reflect that activity limited to procurement & use of packaging
but not design or fabrication of shipping casks.Fee paid.

SCHNELL.D.F. Union Electric Co. 91/09/06. Document Control Branch (Document
Control Desk). 4pp. 59113:354-59113:356.

9109200304 Forwards Rev 3 to QA program approval for radioactive matl pack-
age:0520.

MACDONALD.C.E. Transportation Branch. 91/09/18. SCHNELL.D.F. Union Electric
Co. 1 p. 59177:330-59177:331.

-9109200306 QA program approval for radioactive matl package:0520,Rev 3.
MACDONALD.C.E Transportation Branch. 91/09/18.1p. 591'--------------------

DOCKET 71-0526 DETROIT EDISON CO.

.1 p. 59177:331-59177:331.

9109090167 Clarifies application of 10CFR50 app B QA program as applied to activities
under 10CFR71 for Fermi 2 is limited to procurement & use of packaging for shipment
of radioactive matis.

ORSER.W.S. Detroit Edison Co. 91/09/03. Document Control Branch (Document
Control Desk). 3pp. 59034:344-59034:345.

9109190019 Forwards Rev 2 to QA program approval for radioactive matl pack-
age:0526.

MACDONALD.C.E. Transportation Branch. 91/09/13. ORSER.W.S, Detroit Edison Co.
1p. 59141:193-59141:194.

-9109190020 QA program approval for radioactive matl package:0526,Rev 2.
MACDONALD.C.E. Transportation Branch. 91/09/13.1p. 59141:194-59141:194.

DOCKET 71-0554 VIRGINIA POLYTECHNIC INSTITUTE & STATE UNIV.

9109200264 Advises that QA program approval for radioactive matl package:0554 ex-
pires on 911130.Request for renewal should be submitted at least 30 days prior to

expiration date.Unless ex<

i provided.application fee should be submitted.

MACDCMLD.CXE. transpcftaticif Brinchtw5rt9. SMILEY,D.C. Virginia Polytech-
nic Institute & State Univ., Blacksburg, VA. 1 p. 59171:168-59171:168.

DOCKET 71-0567 ARIZONA NUCLEAR POWER PROJECT

9109300163 Application for amend to QA program approval for radioactive material
package:0567,limiting procurement & use of packaging for shipment of radioactive
materiaJs.Fee paid.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
91/09/22. Document Control Branch (Document Control Desk), ip. 59253:187-
59253:190.

DOCKET 71-0600 SHAFER VALVE CO.

9109190215 Responds to 910815 request for info re necessity of having QA program
for radioactive matl packages.NRC-approved QA program not required for use of DOT
Spec 7A package.

MACDONALD.C.E.   Transportation   Branch.   91/09/17.
59166:353-59166:353.

DOCKET 71-0601 CARRIER CORP.

use of I
Shafer   Valve   Co.   1p.

9109030120 Advises that vendor no longer performs x-rays & future use of matls not
anticipated.Annual matls fee invoice returned.

LIPEROTE.N. Carrier Corp. 91/08/05. License Fee & Debt Collection Branch (Post
890827). 3pp. 58954:001-58954:003.

DOCKET 71-0607 MK-FERGUSON CO.

9109190187 Application for amend to QA program approval for radioactive matl
package:0607,Rev 2,reflecting reorganization of subsidiary companies.Correct address
iisted.Fee paid.

MARUDAS.D. Morrison-Knudsen Co., Inc. 91/09/11. MACDONALD.C.E. Transporta-
tion Branch. 2pp. 59148:305-59148:312.

-9109190190 "Morrison Knudsen Corp.QA Program for Procurement. Use,Maint &
Repair of Packages Designed to Transport Radiographic Devices (10CFR71)."

*  Morrison-Knudsen Co., Inc. 91/09/06. 7pp. 59148:307-59148:312.

DOCKET 71-0609 SCIENTIFIC MEASUREMENT SYSTEMS, INC.

9109110214 Application for renewal of QA program approval for radioactive matl
package:0609.QA program end.Fee paid.

MEYER.G.A. Scientific Measurement Systems, Inc. 91/09/03. MACDONALD.C.E.
Transportation Branch. 1p. 59085:345-59085:348.

-9109110216 QA program for radioactive matl packages.

*  Scientific Measurement Systems, Inc. 91/09/03. 4pp. 59085:346-59085:348.

9109190014 Forwards Rev 1 to QA program approval for radioactive matl pack-
age:0609.

MACDONALD.C.E. Transportation Branch. 91/09/13. MEYER.G.A. Scientific Measure-
ment Systems, Inc. 1p. 59141:195-59141:196.

-9109190016 QA program approval for radioactive matl package:0609,Rev 1.
MACDONALD.C.E. Transportation Branch. 91/09/13.1p. 59141:196-59141:196.

DOCKET 71-0611 INDUSTRIAL NOT CO.

9109030068 Application for renewal of QA program approval for radioactive matl pack-
age:0611.

BOSWELL.G.D. Industrial NOT Co. 91/08/28. MACDONALD.C.E. Transportation
Branch. 6pp. 58927:034-58927:039.

9109190017 Forwards Rev 1 to QA program approval for radioactive matl pack-
aae:0611.

MACDONALD.C.E Transportation Branch. 91/09/13. BOSWELL.G.D. Industrial NOT
Co. 1p. 59141:197-59141:198.

-9109190016 QA program approval for radioactive matl package:0611. Rev 1.
MACDONALD.C.E. Transportation Branch. 91/09/13. 1p. 59141:198-59141:198.

DOCKET 71-0615 ALONSO & CARUS IRON WORKS, INC.

9109200267 Advises that QA program approval for radioactive matl package:0615 ex-
pires on 911130.Request for renewal should be submitted at least 30 days prior to
expiration date.Unless exemption provided.application fee should be submitted.
MACDONALD.C.E. Transportation Branch. 91/09/19. CINTRON.J.L Alonso & Carus
Iron Works. Inc. 1p. 59171:179-59171:179,

DOCKET 71-0617 POWER PIPING CO.

9109200266 Advises that QA program approval for radioactive matl package:0617 ex-
pires on 911130.Request for renewal should be submitted at least 30 days prior to
expiration date.Unless exemption provided.application fee should be submitted.
MACDONALD.C.E. Transportation Branch. 91/09/19. HAYNES.T.P. Power Piping Co.
(subs, of Marian Electric Co.). 1p. 59171:178-59171:178.

DOCKET 71-0620 INSPECTION SERVICES

9109180161 Application for renewal of QA program approval for radioactive matl
package:0620.Copy of matl license end to reflect Type B containers authorized to use
& list of Type "A & B" containers in possession also end.

GRASS.C. Inspection Services & Testing, Inc. (formerly Inspection Services & Engi-
neering). 91/09/05. MACDONALD.C.E. Office of Nuclear Material Safety & Safe-
guards. 3pp. 59140:342-59140:347.

DOCKET 71-0647 NORTHERN INSPECTION SERVICES, INC.

9109110072 Advises that QA program approval for radioactive matl package:0647
terminated.per             910812             requestCertificates             of             Compliance

9006,9007.9032,9033.9036.9133 & 9135 also terminated.

MACDONALD.C.E. Transportation Branch. 91/09/06. BAKER.T.P. Northern Inspection
Services, Inc. 1p. 59092:248-59092:240.nch. 91/09/13. ARTUSO.R. Construction Engi-
